126     DOCKETED ITEMS

9106110125 NRG info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
inq Possibility for Unmonitored, Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9107120016   Forwards  insp  repts  50-206/91-14,50-361/91-14  &  50-362/91-14  on
91 051 3-1 7.No violations or deviations noted.                                                                 .

SCARANO.RA Region 5 (Post 820201). 91/06/26. RAY.H.B. Southern California
Edison Co. 2pp. 58381:099-58381:1 12.

-9107120022 Insp repts 50-206/91-14,50-361/91-14 & 50-362/91-14 on 910513-17.NO
violations or deviations noted.Major areas inspected:radiation protection program in-

.

^                                                         91/06/25. 12pp. 5838i:ioi-

58381:112.

9107120017   Forwards   insp  repts  50-296/91-12,50-361/91-12   &  50-362/91-12  on
910506-10.One violation noted but not cited.

REESE JH Region 5 (Post 820201). 91/06/26. RAY.H.B. Southern California Edison
Co. 4pp. 58381:084-58381:093.

-9107120031   Insp repts  50-206/91-12.50-361/91-12  &  50-362/91-12  on  910506-
0605 Violation noted but not cited.Major areas inspectedemergency preparedness
program including protective action decision making & notifications.
QUALLS.P.M., MCQUEEN.A.D.. REESE,J.H. Region 5 (Post 820201). 91/06/26. 6pp.
58381:088-58381:093.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."

ROSSI,C.EC'Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169  NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations.' Svc

RSOSS?C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107080280 Forwards Safeguards Insp Repts 50-206/91-18,50-361/91-19 & 50-362/
91-18   on   910610-14.No   violations   or   deviations   noted.   Repts   withheld   (ref

REESE JH Region 5 (Post 820201). 91/07/01. RAY.H.B. Southern California Edison
Co. 3pp. 58393:019-58393:021.

9107220026 Forwards insp rept 50-206/91-15,50-361/91-15 & 50-362/91-15 on
910513-17 & 0602-06.No violations noted.

KIRSCHD Region 5 (Post 820201). 91/07/03. RAY,H.B. Southern California Edison
Co. 3pp. 58459:001-58459:014.

-9107220031 Insp repts 50-206/91-15,50-361/91-15 & 50-362/91-15 on 910513-17 &
0602-06.No  violation  noted.Major  areas  inspected:maint &  operation   programs
including operations! safety verification & rnaint program implementation.
HUEY.FR. Region 5 (Post 820201). 91/07/03. 11pp. 58459:004-58459:014.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel

CUNNfNGHAM^R.E Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

9107240147 Ack receipt of 910610 & 25 Itrs advising NRC of steps taken to correct
violations noted in Insp Repts 50-206/91-10, 50-361/91-10 & 50-362/91 -10-Severity
Level IV classification for Violation B appropriate.

' SCARANO.R.A. Region 5 (Post 820201). 91/07/18. RAY.H.B. Southern California
Edison Co. 1p. 58551:094-58551:109.

R. periodic operating reports & related correspondence

9107190195 Monthly operating repts for June 1991 for SONGS Units 2 & 3. W/910711

FARR.M.M,, NANDY.F.R. Southern California Edison Co. 91/06/30, 14pp. 58506:338-
58506:351.

S. Reportable occurrences, LERs & related correspondence

9107030202 PNO-V-91-013:on  91 0628,earthquake  measuring 6.9  on  richter scale
occurred.Walkdown of facility disclosed no damage. Quake did trigger seismic scram
circuitry for reactor. Appropriate authorities notified.
QUALLS.P. Region 5 (Post 820201 ). 91 /06/28. 2pp. 58266:273-58266:274.

9107300282 Submits status rept re ongoing assessment of erosion/corrosion of piping
sys.Rev to informational LER re through-wall leaks in steam plant piping will be sub-

...                                    Edison Co. 91/07/12. MARTIN.J.B. Region 5 (Post

820201). 3pp. 58606:104-58606:106.

9107290001 NPDES noncompliance notification:during NPDES insps on 901119 &
20,discovered that concentrations of grease & oil exceaded at Unit 2 & concentrations
of silver in combined discharge exceeded at Unit 3.Samplina will be performed.
NANDY.F.R. Southern California Edison Co. 91/07/19. Document Control Branch
(Document Control Desk). 2pp. 58592:252-58592:253.
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F.  Security, medical, emergency & fire protection plans

9107160133 Forwards FEMA rept for offsite portion of facility exercise conducted on
901024

COLLINS.D.M. Region 2 (Post 820201). 91/06/19. HAIRSTON.W.G. Alabama Power
Co. 3pp. 58418:355-58419:055.

-9106140095 Forwards  FEMA, "Final Radiological Emergency Response Rept" for

KWIATKOWSKI.D. Federal Emergency Management Agency. 91 /06/03. CONGEL.FJ.
Division of Radiation Protection & Emergency Preparedness (Post 870411). ip.
58418:358-58418:358.

-9106140098 FEMA "Final Radiological Emergency Response Rept," for 901024 exer-
*'SFederal Emergency Management Agency. 90/12/14. 65pp. 58418:359-58419:055.

9107160298 Revised EPIPs.including Rev 9 to FNP-0-EIP-3,Rev 81 to FNP-O-EIP-8 &
Rev 35 to FNP-0-EIP-26.W/910711 Itr.
HUDSPETH.J.B. Alabama Power Co. 91/07/11. 101pp. 58471:001-58471:101.

9107240314 Rev 81 to EPIP FNP-O-EIP-8 attachment.W/910719 Itr.
HUDSPETH.J.B. Alabama Power Co. 91/07/19. 12pp. 58549:001-58549:012.

9107310213 Forwards justification for deletion of biennial review of security
procedures.Changes will not reduce commitments in QA program or effectiveness of
security program.

WOODARD.J.D. Alabama Power Co. 91/07/26. Document Control Branch (Document
Control Desk). 11pp. 58613:279-58613:289.

G.  Adjudicatory correspondence

9107020122 Parties second joint status rept in response to Licensing Board 910215
prehearing conference order.* Next rept will be filed on or before 910815.W/Certifi-

REPKAAA. Alabama Power Co. REPKA.D.A. Winston & Strawn. HOLLER.E. Office of
the General Counsel (Post 860701). #391 11883. 91/06/14. Atomic Safety and Li-
censing Board Panel. 4pp. 58254:167-58254:170.

K. Utility Final Safety Analysis Report (FSAR) & amends

9107030057 Updated FSAR for JM Farley Nuclear Plant.W/910625 Itr.
WOODARD.J.D. Alabama Power Co. 91/07/31. 1,000pp. 58322:185-58326:185.

P. Operating license stage documents & correspondence

9107020317 Notifies that resolution of Unresolved Safety Issue A-47 "Safety Implication
of Control Sys In LWR Nuclear Power Plants," completed & inplemented per Generic

WOODARD.J.D. Alabama Power Co. 91/06/21. Document Control Branch (Document
Control Desk). 1p. 58315:330-58315:330.

9107020099 Discusses extension for response to Tech Spec guidance re operating per-
sonnel work schedules.

WOODARD.J.D. Alabama Power Co. 91/06/25. Document Control Branch (Document
Control Desk). 1p. 58282:212-58282:212.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection

RARTLOWJ.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107030313 Discusses request for assistance re interpretation of diesel generator
operability.Concluded that util interpretation of Tech Spec correct & no Tech Spec vio-
lation for related plant condition on 910118 noted.

LAINAS.G.C. Assistant Director for Region II Reactors. 91/06/28, REYES.LA Divi-
sion of Reactor Projects - l/ll (Post 870411). 1p. 58288:221-58288:223.

-9106180462 Responds to request for assistance involving facility TS 3.8,1.1 & 3.0.5
(TIA 91-01).Licensee interpretation of TS is correct & no violation of TS for related
plant condition occurred on 910118.

ROSA.F. Electrical Systems Branch. 91/06/13. HOFFMAN.S.T. Project Directorate II-
1. 2pp. 58288:222-58288:223.

9107150246 Application for amends to Licenses NPF-2 & NPF-8,allowing use of VAN-
TAGE-5 fuel in reactor operation planned to be submitted at future date.
WOODARD.J.D. Alabama Power Co. 91/07/01. Document Control Branch (Document
Control Desk). 2pp. 58458:117-58458:174.

-9107150252 Proposed tech specs allowing use of VANTAGE-5 fuel in reactor oper-
ation planned to be submitted at future date.
* Alabama Power Co. 91 /07/01. 6pp. 58458:119-58458:123.

-9107150260 "Criticality Analysis of Farley Units 1 & 2 Fresh & Spent Fuel Racks."
FECTEAU.M.W. Westinghouse Electric Corp. BELL.R.M., DURSTON.C. General Elec-
tric Co. 91 /OS/31. 50pp. 58458:124-58458:174.

9107180004 Suppls 891207 response to Generic Ltr 88-17 re loss of DHR. All hardware
changes necessary for mid-loop operation completed during Unit 1 10th refueling
outage & Unit 2 seventh refueling outage.

WOODARD.J.D. Alabama Power Co. 91/07/08. Document Control Branch (Document
Control Desk). 1 p. 58484:208-58484:208.

9107180268 Application for amends to Licenses NPF-2 & NPF-8,changing Tech Specs
to allow use of reload fuel assemblies of VANTAGE-5 design.Two repts withheld.
WOODARD.J.D. Alabama Power Co. 91/07/15. Document Control Branch (Document
Control Desk). 4pp. 58508:111-58510:118.

ation in FeedwaterSys Piping."
